Be Ne NWici 


ratuit 


Haryana 


Government Gazette 


Published by Authority 


Gott. of Haryana 


No. 36 ) 


CHANDIGARA , TUESDAY, SEPTEMBER 7, 1982 (BHADRA 16 , 1904 SAKA ) 


Pages 


2163--2248 

NII 
NII 


NII 


CONTENTS 
PART Haryana Government Notifications and Orders 
PART 1-A - Nouifications by Local Government 
PART I-B -- Notifications by Commissioners and Deputy Commissioners 
PART II— Statutory Notifications of Election Commission of India - Other Notifications and Republica 

tions from the Gazette of India 
PART IN — Nodfications by Higb Court : Public Health : Director of Industries ; P.W.D., Irrigation 

Department ; Advertisements qad Notice , ctc . 
PART III- A -- Notifications by the Universities 
PART III- A - Court Notice 
PART IV - As, Bills and Ordinances from the Gazott. of India 
· PART V - Nottications by Haryana State Legislature 
SUPPLEMENT, PART 1 - Statistical- Weather and Crop Report for the wook ondtag 19th April , 1982 : 

Wockly statement of Births and Deaths for the week endlog 7th May, 1982 ; Price current fort 

night coding 15th July , 1982 and 31st July , 1982 .. 
SUPPLEMENT, PART II - epcral Review 
LEGISLATIVE SUPPLEMENT- CONTENTS 
Ditto 

PART - Acta 
Ditto 

PART II - Ordinances 
Ditto 

PART III – Delegated Legislation 
Ditto 

PART IV - Correction Slips, Republiations and Replacements 


259-264 

NII 

NII 
633-677 

NII 


471-485 

NII 


cit 


NII 

NII 
683-691 

NII 


PART 1 
Haryana Government Notifications and Orders 
GENERAL ADMINISTRATION (SERVICES ) 

The 25th August, 1982 
No. 42 /4 /82- S ( I).— The officers noted in the statement below have been declared by the 
Central Committee of examinations to have passed / failed in the departmental examination of Assistant 
Commissioners, Extra Assistant Commissioners and candidates for the posts of Extra Assistant 
Commissioners held from the 5th July , 1982, to the 9th July , 1982 , in the Groups and by the Standard 
noted against their names : 

Group A Group B Group C Group D 
Serial Name 

Remarks 
No. : 

A 

A - II Revenue Law C - I C - II Hindi 
Criminal Civil 

Pinancial . Local 
Law Law 

Rules . Punds, 
Assistant Commissioners . 
Shri Chhatar Siogh Higher 

Higher 
Standard 

Standard 


Puice : Ru 1.05 


( 2163 ) 


Completa : Rs. 3.15 
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Name 


Serial 

No. 


Group A 


Group B 


Group C 


Group D *. 


Remarks 


Revenue Law 


Hindi 


A - I A - II 
Criminal Civil 

Law Law 


C- ] C - IT 
Financial Local 

Rules Funds 


Extra Assistant Commissioners 


5 


2 


Shri M. C. Nagpal 


Higher 
Standard 


PP. CAPRIHÂN , Chief Secy . 


ADMINISTRATIVE REFORMS ORGANISATION 


The 19th August, 1982 · 
No. 6 / 4 /79-5AR. - The Grivernor of Haryana is pleased to accord - sanction to the setting up 
of Haryana İnstitute of Public Administration at Panchkula with immediate effect, for imparting 
training in general administration to Group A and B officers . It would , for the present, run 
the following courses : - 

(a) Courses for new etrants in the IAS, IPS , HCS and Tehsildars etc. 
(b). Special courses for departmental candidates. 
(c) Mid - career refresher courses for officers between 10—15 years, service: 

KOMAL ANAND , 
Officer, ori Special Duty (AR ), 

for Chief Secy. 


LABOUR AND EMPLOYMENT DEPARTMENT 


The 9th August , 1982 
No. 10( 116 ) 81-51ab. – Whertas the land described in Haryana Government, Labour and 
Employment Department, notification No. 10 (16 )81- I ab , dated the 26th Nay, 1982 , issued under 
section 6 of the Land Acquisition . Act, 1894 , has been declared to be needed by the Government 
at public expenses , for a public purpose, namely, for the construction of Employees State Insurance 
Dispensary No. 2 at Gurgaon in village Malahera , tehsil and district Gurgaon ; 

Now , therefore, in exercise of the powers conferred by section 7 of the Land Acquisition 
Act, 1894 , the Governor of Haryana hereby directs the Land Acquisition Collector -cum - Sub- Divisional 
Officer ( Civil), Gurgaon , district Gurgaon , to take order for the acquisition of the land described in 
the specifications appended to the declaration published with the aforesaid notification . 

H. L. GUGNANI, Sccy. 


LATE NOTIFICATIONS 


